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The agencies listed below, as well as foreipn firms » placed larpe orders at the 


Leipzig Fair for the radios and oseillographs manufactured at Elektro» Bau 
25X1X Sondershausen. 


4. ‘inisterium fuer Kraftgerke der UTSSR : 
(“isg-Technisches Inero 3) Perlin/Runmelsburg 

be “iss-Technischeattelluap fuer Jachrichtenwesen, Perlin 0 112 

c. Jordan, Popoff, Ferlin/ilrersdorf, Export for Pulgaria 


2. Following are details of the radios and oseillopraphs nade at the Mlektro-Bay 
Sondershausen, 


a) Woeray Oseillorraph 


cae meee seareironylelipaaneatneneaantiinpwcerrentan en, 


the twio-ray oscillorraph is equisped with a two-ray tube with a screen 
of 10 em, diameter. For each mit there is.a built-in amplifier, Time 


and measuring ceflection plates are accessibie sefarately through switch 


suxes which can also switch off the amplifier and the "Ki pnger ft" | 


Likewise the esrids of both units are accessible separately over outside 
connections for regulation of light and dark. Brirhtness of the rave 
and clearness are separately adjustable for each unit. Horizontal and 
vertical adjustment is possible for each system in the same manner, | 
Possible differences in the sensitivity of the separate systems or in 
changing tubes can be equalized by means of a potentiometer accessible 


from the front plate. all requiral voltages are supplied by the built 
in linetransformer, - 


Technical Data: 


atG-Twoeray tubes TK 2/100 n. 10 em. sereen diameter 
amolifier: sainrle Stave TF 14 
. lower eut off frequency 15 Ilz 

noner ent off frequency 20 k Hz 
degrees of amplification 100 continuously adjustable 
cntrance 250 kilo Ohm and 2 xol pf in serles 
mi teh boxes not prounded 

"Kippgerlt” Rv 12 P2000 and S 1/0.2 (ARG 200 pieces) 
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frequency ranze 10 ~ 25000 Fx in 7 larg@Oa oS. 
precision regulation with potentiometer. 
amplitude adjustable from 35 = 100 TM 


Synchronization 1) from outside ; can be switched on 
2) from amplifier TI and off by a rotary 
3) from amplifier IT) switch 


Deflection sensitivity: without amplifier .25 mim /V 
with | " 25 nm/V 


Built-in Line transformer: 90/110/1.25/220 V 50 eyeles 


Two-cireuit TRF reccivers for alternating current with the performance of a super- 
heterodyn ey ; 


Type of current: alternating current 110/220 v constant 
Power consumption at 220 Vs approximately 45 ‘7 


Wave range: Sensitivity 
15-50 mm, short, 200 p V ) 
168 » 600 m. middle 40 av )- at 50 nw 
720 =~ 2000 m,. long 40,1 V ) power outout 


Tubes used: 2 x RV 12P 2000 or EF 12, El-ll, Ag 12 
Seale lamps: 2x 6,3 V/O0.3A © 
Repulation of sound intensity: low frequency 
Tone diaphram: constantly adjustable 
Louti~speaker': full dyn. 4 W 
Diaphrapm diameter: 170 mm 
Pick=up comec tion 
Connection for 2nd Loud-spealcer 
Casing: plywood, walnut with maple and birch 
Dimensions: Width 4500 mm. : . 
Heleht 370 mn. 
Depth 250 om. 


Four-tube - siz-cirouit - sunerheterodme for alternating current. 


Type of current: alternating current 110/125/220V. constant 
Power consumption at 220 Vs approximately 50 WW. 


dave range: Sensitivity 
15 ~~ 51 m, short 50 a V) 
195 ~ 600 nm. middle 20 pV) at 50 
700 ~ 200 m, long : 20 jp V) power output 


Tubes used: ACH 1, aF 25 AF 7, AL 4, Az 11 
Seale ‘amps: 2x4 V/.3 a 
Amount of circuits: 63 two are tunable; four are constant 
viode rectification i ‘ 
Regulation of sound intensity: . low frequeney 
Tone diaphragm: constantly adjustable 
Intermediate frequency: 469 -kie 
Automatic volume control: acting on 2 tubes 
Intermediate frequency block cirucit: built-in 
Loudspeaker: full dyn. 4 W 
Diaphrapm diameter: 200 mm. 
Pick-up connection 
Connection for 2nd loud-spe.aker 
Casing: Plywood, walnut and birch 
Dimensions: Width 520 mm 

Height 370 mm 

Depth 240 nn gNTiab 
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